

microfilmed by BYU 

AT 

COPTIC MUSEUM. 
OLD CAIRO 


OPERATOR 

REDUCTION X 

STEVE BALDRIDGE 24 

DATE FILMED 

LIGHT METER SETTING 

5 JUL 1987 

22 

FILM EMULSION NUMBER 

FILM UNI1 SER NO 

A 8 636 0365 

HRP 51539 

PROJECT NUMBER 

ROLL NUMBER 

EGPT 002A 

20 


i 


SIMAIKA 
SERIAL NO. 4 
CALL NO. 94 BIBL. 

TITLE OF RECORD 

MUSEUM REGISTER 
NEW NO. 4 
OLD NO. 146 


ITEM 



